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| Note: The cone contains the probable path of the storm center but does not show 
the size of the storm. Hazardous conditions can occur outside of the cone. 
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Hurricane Dorian 

Sunday September 01,2019 
11 AM EDT Advisory 33 
NWS National Hurricane Center 


Current information: x 

Center location 26,5 N 76,8 W 
Maximum sustained wind 180 mph 
Movement W at 7 mph 


Forecast positions: 

■Tropical Cyclone 0 Post/Potential TC 
Sustained winds: D < 39 mph 

S 39-73 mph H 74-110 mph M> 110 mph 
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